0BX263X PARTS LIST 


PART NO# 


DESCRIPTION 

COST 

18-2054 


MANUAL SERVICE 263X 

9.60 

90-0176 


POT/FREQ SELECT -20K DUAL 

4.07 

90-0303 


JACK i" HIZ IN/IN, OUT 

1.48 

44-0146 


SWITCH/4 POLE HI FREQ/BROADBAND 

1.64 

90-0348 


, TRANSFORMER/POWER 

8.88 

90-0008 


KNOB/SLIDER 

.48 

40-2119 


FADER/SLIDER 50KB 

4.00 

70-6009 


LED/GAIN LEVEL IND. 

.36 

90-0007 


BUTTON CAP/FOR 4 POLE SWITCH 

.36 


